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Cambridge, Harvard University, Houghton Library, MS Typ 0734 
Description: f. 1- Pope Clement VII, 1478-1534; Luigi Celotti, 1789-1846 
Number of Parts: 1 - Number of Images Available: 1 

Direct Link: http://ds.lib.berkeley.edu/MSTyp0734 2 

Language: Latin Country: Italy Century: 16th 

: https://library.harvard.edu/collections/medieval-renaissance-manuscripts 


Part 1: f. 1ir-v 
Description: - Parchment - 310 x 250 mm 


Country: Italy Cardinal point: 

Region: City: 

Assigned Date: s. XVI! Searchable Date Range: 1500 - 1550 
Dated by scribe: No Inscribed Date: 

Document: No Number of Scribes: 

Notes: Latin 


Number of Texts: 1 


Text 1: f. 1 
Title: Missal 
Language(s): Latin 
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